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Message Text 

UNCLASSIFIED 

PAGE 01 TEHRAN 04346 170703Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

170929Z 034488/15 

R 170458Z MAY 77 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2628 

UNCLAS TEHRAN 4346 

E.O. 11652: N/A 
TAGS: BBSR IR 

SUBJ: ADS REQUEST: SYSTEMS ENGINEERING LABORATORES, FT. LAUDERDALE, 
FLORIDA 33313 

REF STATE A-5078 

THE FOLLOWING FIRMS ARE INTERESTED IN CORRESPONDING WITH SYSTEMS 
ENGINEERING PRODUCTS: 

1 . PARVAHAN CO. 

325 IRAN NOVIN AVENUE 
TEHRAN. IRAN 

CONTACT: MR. DAVOUDZADEH 
PHONE: 651465 

COMMENT: DAVOUDZADEH, THINKS THERE IS NEED FOR THESE TYPE OF 
PRODUCTS IN IRAN AND THAT HE COULD FIND A GOOD MARKET FOR 
SYSTEMS ENGINEERING PRODUCTS. 

2. EFFIRAN SYSTEMS 
P.O. BOX 44-1360 
TEHRAN. IRAN 
CONTACT: B. KIA 
PHONE: 685097 

COMMENT: KIA. WHO IS A YOUNG ENGINEER, STATED THAT HIS FIRM IS 
IN TOUCH WITH DIFFERENT SOURCES USING COMPUTERS, AND BELIEVES 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEHRAN 04346 170703Z 

MARKET EXISTS. HE IS WRITING TO THE ABOVE COMPANY FOR MORE 
INFORMATION ON THEIR TERMS AND REQUIREMENTS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TEHRAN04346 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 74-0892 
Format: TEL 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770547/aaaabohe.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9c166e91-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE A-5078 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 24-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2480050 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST: SYSTEMS ENGINEERING LABORATORES, FT. LAUDERDALE, FLORIDA 33313 
TAGS: BBSR, IR 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9c166e91-c288-dd1 1-92da-001cc4696bcc 
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